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3.1 (0 (2) 

HOUSING FACIUT1ES, GENERAL 

In ffie outdoor portiori of an enclosure in one of tfie shettened buiWingfs, Ihtere was a broken section of paneling 
approximaiely sIk lingties by nine inches thaf exposed the wpgd underneelti. 

Exposed wood Is not limpen/ious to moisture and cannot be readily deanod and sanitized. 

The licensee must ensure that all surfaces be mainlained on a regular basts, and any surfaces wiitiin ibe ladlily that 
oennot be readily cleaned! and sanitized must be replaced when worn or soiled. 

Corracted at Ifw time ol Inspectton: 

3.6 (a) (2) (ii) 

PRIMARY ENCLOSURES, 

There are al least 6 eledric power cords for the heating pads in orte wfrelping building where Ihe cord protectors are 
np longer prelecting ttie wrds. Sonre pt Ihe live electric qpriJs have ghew marks gti them from ffie dogs. Live gletrfriq 
power cords could cause Injury to tbe dogs If ttioy are chowod by the dogs. All power cords must be Installed In a 
manner Ifnat protects the dogs Irom coming into direct contact with the cords, This was corrected al the time of Ihe 
inapeclion. 


This routine inspection was conducted on J March £015 with lacilily rep'rosenlatives and Lynn Clarke, ACL 
The gxil interview wea ggndupted gn 6 M^rph 2015 with facility rapreaantaliveq end Lynn Clarke, ACI. 
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